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1. Location: 

The new brass rolling mill was north of Kirov (49o42 , E/58°33*N) > 
east of the road from the town to the airfield, 500 meters west 
of the Kurya f (a branch of the %&tka A iver), 100 meters north of 
the PW camp, and 600 meters north of the light metal plant. The 
railroad line passing east of the city was extended from the 
ferry to the northern airfield. One track branched off and, be- 
tween the PW camp and the brass plant, led to a magazine west of 
the road. Another track led through the brass plant to a sawmill in 
the north. The new Red October Freight Station was west of the 
branching Kurya -^Vyatka R iver and about 1,500 meters south of the 
brass plant. The road passing west, of the plants and leading to the 
airfield was a prolongation of Karl. Marx. Street. 

2. Plant installations: 

The const ruction started in 1945 when, under supervision of civilian 
engineers, the plant area si oping down to the river *as leveled 
and the surrounding wall constructed. Excavations for the con- 
struction of two workshops started ih 1946. The cantonment build- 
ings of the camp were eredted by early 1947* The bare structure 
of two workshops and the administration were completed by November 
1948. Machines were not fitted by that time. The railroad line lead- 
ing through the plant area had th*ee branches within the plant. 

Power was supplied frcm the outside. The magazine about 1,500 
meters to the west belonged to the plant. Machines arriving 
during 1947 were dismantled in Eberswalde according to German 
engineers. 

For location and plant layout see Acunas 1 aod 2. 
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Legend to Annex 1 

1 Power plant 

2 Old .factories (linen and fur processing) 

3 New freight station Red October 

4 light metal plant 

5 PW Gamp 7307/1 

6 Brass plant 

7 Sawmill 

8 Aircraft plant 

9 Airfield 

10 Magazine 

11 Tank plant 

12 Rubber plant 

13 Leather factojTy. 
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